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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 14387 10201 1Z 
14 

ACTION ARA-10 

INFO OCT-01 EB-07 ISO-OO /018W 

083856 

R 101618Z DEC 76 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5950 

UNCLAS CARACAS 14387 

PASS TO OED/MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BENC; VE 

SUB J : MAJOR PROJECT: USED CEMENT PLANT 

1 . NAME OF PROJECT: CEMENT PLANT, SAN CRISTOBAL, TACHIRA. 

2. BRIEF DESCRIPTION: BECAUSE OF ACUTE AND CHRONIC SHORTAGE 
OF CEMENT IN TACHIRA REGION, THE PRESIDENT OF THE SAN CRISTOBAL 
CHAMBER OF CONSTRUCTION HAS ASKED U.S. CONSUL JAMES CASON TO 
DETERMINE FEASIBILITY OF PURCHASING AND IMPORTING A WORKING 
CEMENT PLANT FROM THE U.S. PLANT WOULD HAVE TO BE BROKEN DOWN, 
SHIPPED AND REASSEMBLED IN SAN CRISTOBAL. 

3. PROJECT MANAGER: CHAMBER OF CONSTRUCTION; SAN 

CRISTOBAL. HOWEVER, INQUIRIES AND INFORMATION SHOULD BE DIRECTED 
TO: 

JAMES CASON 
U.S. CONSULATE 
EDIFICIO MATEMA 
AVENIDA 15 
ENTRE CALLES 78 Y 79 
MARACAIBO, VENEZUELA 
TELEPHONE: (061) 516506/7 
TELEX: 62213 
APO ADDRESS: 

C/O U.S. EMBASSY 
APO NEW YORK 09893 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 CARACA 14387 10201 1Z 

4. BID DATES: IMMEDIATE RESPONSE DESIRED. 
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5. ESTIMATED PROJECT COSTS: 100 MILLION BOLIVARS 
(25 MILLION DOLLARS). 

6. COMPETITIVE FACTORS: BECAUSE OF PROMIXMITY OF U.S. SUPPLIERS 
AND IMMEDIATE NEED FOR THE PLANT, CHAMBER HAS SELECTED U.S. 

AS SOURCE FOR THIS EQUIPMENT. 

7. INFORMATION SUPPLIED BY U.S. CONSUL JAMES CASON, MARACAIBO. 

VARY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA14387 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760457-0881 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 251 /aaaabrvc. tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: wolfsd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 JUN 2004 by hattaycs>; APPROVED <03 AUG 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: USED CEMENT PLANT 
TAGS: BENC, VE 
To: COM 
Type: TE 
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